THE SAFE GUM 

No SUgar- 
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No cydamotes- 



A replacement Di et Fruit Gum containing 
no cydamates H being manufactured, 
and will be available shortly. 

In the meantime, continue to enjoy the 
great flavors: Di-et Spearmint, Di-e» 
Peppermint, and Di-et Cinnamon— 
all cy do mote-free. 
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